Chambers, Liz 


From: Garman, Joe 

Sent: Tuesday, November 04,1997 9:01 AM 

To: Handy, Betty; Ryan, Bill 

Cc: Chambers, Liz 

Subject: Nicotine-in-Filler Results 


Betty & Bill, 

We have not received any results for the Massachusetts Compliance samples. Two or the requests, (MA97-1 and 
MA97-2), are completed for all tests except the nic-in-filler. We would appreciate getting these results as they are 
available so that we may start dosing out the requests and generating reports for Massachusetts. 

Thanks, 

Joe 
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